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nace'was on for prdgness, Myton waa Left at the starting ate, The neason 
fon this was dack of a State approved water aysten, When people were begging 
foe reasonable realestate to build a home on business on on even @. place 
to set up a trailer, Myton (ity was forbid to allow any new hook ups 
until the waten system was approved by the State Foard of Health, 

The City began franticallly to try to up date dal taesie the situation 

to allow growth, The only satisfactory solution, as far aaj the State Board 
of Health was conserned, was a quite sophiaticated Water F ification 
Plant. ty. based upon the projected growth statistics provided by the 
State, Myton (ity went heavily into debt to build the state nequined 
system, | , 
Coming on the eb of this debt, Myton City was then told that we wuld 
still be "unapproved" unless we put in a sewer sys tem, Jo, dooking : 
again at the State growth projections, Myton City purged even deeper 

in debt, ‘to atay alive, 

When the amoke cleared avay and we were at Last ilinoed 4g permit naw 

hook upa, we discovered that the "boom" had bust and instead of 
gaining new hook ups we did, in fact, Sena aone Pett 5 the olk related 
business’ moved on, f 

Myton City was forced to raise thein water ard sever billh and aaise then 
apain, to attempt 4 meet our bond payments , 14 has’ been an extream 
handohip on the familys that populate Myton City especially since a 
lange percentage of our people fall in the low income brapket, This 
brief look into the finantial condition of our town is neressary as we 
attempt to assess our Needs, Our mil Levy is 25,59, which is probably 
the highest in the County, I is unthinkable to burden opr citizens 
further by raising the mil levy fon desperatly needed imppovenénts, 
You could stand. in any spot in Iiiyton and turn ina complete cincle and 
your eye wouls never be free from the oe of something |that needed 


imorovement, Dea =’ TO-DOS De 


bebo 
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